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Message Text 



UNCLASSIFIED 

PAGE 01 MOSCOW 1 359 1 23I450Z 
64 

ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 /020 W 

081084 

R23I42IZSEP 75 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4791 

UNCLAS MOSCOW 13591 

E.O. 11652: N/A 
TAGS: BEXP.UR 

SUBJECT: REQUEST EOR INFORMATION ON U.S. MEDICAL EQUIPMENT 
MANUFACTURERS 

USDOC FOR BEWT/TDAD/VERZARIU 

SOVIET INSTITUTE HAS REQUESTED ASSISTANCE OE COMMERCIAL OEFICE 
IN OBTAINING CATALOGS ON MEMBRANE ULTRA-EILTRATION SYSTEMS 
PRODUCED BY AMICON CORP. (LEXINGTON, MASS.) AND BY FISHER 
SCIENTIFIC (PITTSBURGH). COULD BEWT/TDAD OBTAIN THESE 
CATALOGS AND POUCH THEM TO COMMERCIAL OFFICE? 

MATLOCK 



UNCLASSIFIED 



NNN 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MOSCOW13591 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750330-0030 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750926/aaaaawug.tel 

Line Count: 38 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 FEB 2003 
Review Event: 

Review Exemptions: n/a 
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Review Transfer Date: 
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